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ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 /018W 

096347 

R 141139Z FEB 76 
FM USINT BAGHDAD 
TO WALTER TODD 
THE WATERWAYS COMPANY 
PO BOX 400 

ACPASS CHRISTIAN, MISSISSIPPI 
INFO USDOC WASHDC 
SECSTATE WASHDC 2830 

UNCLAS BAGHDAD 0199 

E.O. 11652: N/A 
TAGS: BFOL, IZ 

SUBJECT: TENDER DOCUMENTS FOR AMARA DRAINAGE PUMPING 
STATION NUMBER TEN 

REF: TODD TO KILLOUGH COMMERCIAL CABLE FEBRUARY 10, 1976 

1 . YOUR CABLE REACHED US FEBRUARY 11. MEMBER OF USINT 
STAFF SPENT SEVERAL HOURS MORNING OF 12TH ATTEMPTING 
LOCATE IN BAGHDAD TENDER DOCUMENTS IN ORDER SEND THEM TO 
YOU AS REQUESTED. APPEARS THAT NO GOVERNMENT OFFICE IN 
BAGHDAD HAS ANY KNOWLEDGE OF THIS PROJECT. BEST ADVICE 
FROM THESE OFFICES IS FOR YOU TO SEND TELEGRAM DIRECTLY 

TO MINISTRY OF MUNICIPALITIES, CITY OF AMARA, MAISAN 
GOVERNORATE, IRAQ AND INDICATE YOUR INTEREST IN BIDDING 
ON PROJECT AFTER YOU HAVE HAD CHANCE INSPECT TENDER 
DOCUMENTS. 

2. COMMENT: OUR EXPERIENCE IS THAT IRAQI 
GOVERNMENT OFFICES, ESPECIALLY IN PROVINCES, ERE 
REASONABLE IN EXTENDING BID DEADLINES WHEN FOREIGN 
FIRMS ARE MAKING SINCERE EFFORT COMPLY WITH 
REQUIREMENTS. REGRET THIS OFFICE CAN OFFER NO 
PRACTICAL ASSISTANCE IN THIS MATTER. 

WILEY 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BAGHDA 00199 141403Z 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 

UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BAGHDA00199 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760057-0843 
From: BAGHDAD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760248/aaaabprg.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: housmasa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 2 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 JUL 2004 by oatisao>; APPROVED <06 OCT 2004 by housmasa> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TENDER DOCUMENTS FOR AMARA DRAINAGE PUMPING STATION NUMBER TEN 
TAGS: BFOL, IZ 
To: WALTER TODD 
Type: TE 
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